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SINLESS  SIEEL  SINN  BOWLS 


'Z^UiZ^ C(/-c€^ 


Deep  Drawn  Bowls 
Drinking  Fountains 
Flat  Rim  Bowls 
Hudee  Sink  Rims 
Ledge  Type  Bowls 
Oval  Bowls 
Round  Bowls 
Sacristy  Bowls 
Sink  &  Drainboard  Inserts  B-7 
Sink  &  Tray  B-4 

Sink  Fittings  B-8 

Sit-Down  Bowls  B-5 


ELKAY  MANUFACTURING  COMPANY  •  THE  WORLD’S  OLDEST  AND  LARGEST  MANUFACTURER  OF  STAINLESS  STEEL  SINKS. .. SINCE  1920 


A.I.A.  File  29-H-6 


•  A.  File  29-H-6 


FLAT  RIM  BOWLS 


Made  of  18  Gauge  18-8 
Stainless  Steel.  Polished  to 
Elkay  superior  quality 
blended  satin  finish.  Entire 
underside  of  bowl  sound 
deadened.  All  flange  cor¬ 
ners  are  rounded  to  IV2" 
radius  for  sink  rims. 


Square  Corner  flanges  will  be  furnished  when  specified 


NOTE:  All  Elkay  bowls  are  ar¬ 
ranged  for  LK-35  strainer. 
Sink  rims  available  for  all 


ELKAY 

SIZE 

SIZE 

SHIP. 

PLATE  NO. 

0.  D. 

LENGTH  WIDTH 

1.  D. 

LENGTH  WIDTH  ■  - 

WT. 

cc 

LU 

L-1414 

14"xl4" 

12" X  12" 

10# 

OQ 

s 

L-1814 

18" X 14" 

16"  X  11  V2" 

13# 

3 

L-2014 

20"  X  14" 

18" X 12" 

14# 

UJ 

h- 

L-1815 

18"  X  I5V2" 

16"  X  I3V2" 

13# 

< 

A 

L-1818 

X 

00 

16" X  16" 

16# 

L-201  8 

20" X  18" 

18" X 16" 

15# 

>• 

CD 

L-2418 

24" X 18" 

22" X 16" 

17# 

UJ 

L-3018 

30" X 1 8" 

28"xl6" 

24# 

cc 

0 

L-2220 

22"  X  20" 

 20"xl8" 

18# 

L-2720 

27" X  20" 

25" X 18" 

24# 

r 

L-3220 

32" X  20" 

30"  X  18" 

25# 

sizes.  See  page  B-8  for  Elkay 
Fittings. 


"T 

ZVj" 


i 


J. _ V 
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ELKAY 

SIZE 

BOWL  SIZE 

SHIP. 

PLATE  NO. 

0.  D. 

D. 

WT. 

L-2814 

28" 

X  14"  Lv,, 

12" 

X  12" 

18# 

L-2818 

28" 

X  18" 

1 1  V2" 

X  16" 

22# 

L-31 18 

31" 

X  18" 

I3V2" 

X  16" 

23# 

L-3618 

36" 

X  18" 

16" 

X  16" 

27# 

L-4818 

48" 

X  18" 

22" 

X  16" 

38# 

L-3620 

36" 

X  20" 

16" 

X  18" 

27# 

L-4020 

40" 

X  20" 

18" 

X  18" 

31# 

L-4420 

44" 

X  20" 

20" 

X  18" 

32* 

L-5420 

54" 

X  20" 

25" 

X  18" 

45# 

1874  So.  54th  Ave.,  Chicago  50,  Illinois 


Formerly 


D-111A 


Formerly 
D-126- 


41 


LEDGE  TYPE  BOWLS 


UJ 

flD 

s 

ELKAY 
PLATE  NO. 

SIZE 

0.  A. 

A 

B 

C 

D 

E 

SHIP. 

WT. 

UJ 

L-1417 

1 4" X 1 7" 

12" 

12" 

14" 

17" 

1" 

15# 

Formerly 

< 

_ L-1817 

18" X 17" 

16" 

llVi" 

18" 

17" 

1" 

16# 

^^|^-DF(S) 

a, . 

L-1421 

14" X  21" 

11 ’A" 

16" 

14" 

21" 

VA" 

17# 

ui 

L-1621 

16" X  21" 

I3V2" 

16" 

16" 

21" 

VA" 

14# 

>• 

CQ 

L-2121 

21" X  21" 

18" 

16" 

21" 

21" 

IVj" 

17# 

Oi 

L-2421 

24" X  21" 

22" 

16" 

24" 

21" 

1" 

18# 

0 

ae 

L-3021 

30" X  21" 

28" 

16" 

30" 

21" 

1" 

20# 

,  Made  of  18  Gauge  18-8  Stainless 

Steel.  Polished  to  Elkay  superior  qual¬ 
ity  blended  satin  finish.  Entire  under¬ 
side  of  bowl  sound  deadened.  All 
flange  corners  are  rounded  to  IV2" 
radius  for  sink  rims.  , 

Square  corner  flanges  will  be  furnished  when  specified 

NOTE:  All  Elkay  bowls  are  arranged  for 
LK-35  strainer.  Sink  rims  available 
for  all  sizes.  All  bowls  will  be  fur¬ 
nished  with  4  faucet  holes  IV2"  diam- 


1 

- -  c—  - 

'1 

4" 

0000 

i 

r  r  , 

1 

; 

^  r  1 

L  J 

>-0- 


Formerly 

A-DF(S) 


ELKAY 
PLATE  NO. 

SIZE 

0.  A. 

A 

B 

C 

D 

E 

F 

SHIP. 

WT. 

L-2817 

28" X 17" 

12" 

12" 

28" 

17" 

1" 

2" 

20# 

L-3617 

36" X 17" 

16" 

1 1  ’A" 

36" 

17" 

1" 

2" 

24# 

L-2821 

28" X 2l" 

1  IVi" 

16" 

28" 

21" 

IV4" 

2%»  24# 

L-3221 

32" X  21" 

13Vj" 

16" 

32" 

21" 

VA" 

2" 

24# 

L-4221  42"  X  21  "18"  16"  42"  21"  1%"  2Vi"  30# 


All  items  are  available  from  Elkay  stock. 


eter  on  4"  centers  unless  otherwise 
specified,  except  plate  numbers 
L-1417,  L-1421  and  L-1621  which  will 
have  3  holes  only. 


See  page  B-8  for  Elkay  Fittings. 


Elkay 


MANUFACTURING  COMPANY 


1874  So.  54th  Ave.,  Chicago  50,  Illinois 


A.I.A.  File  29-H-6 


e  29 


DEEP  DRAWN  •  SINK  &  TRAY 


(Ledge  type) 

Made  of  18  Gauge  18-8 
Stainless  Steel.  Polished 
to  Elkay  superior  quality 
blended  satin  finish.  En¬ 
tire  underside  of  bowl 
sound  deadened.  All 
flange  corners  are  round¬ 
ed  to  IV2"  radius  for  sink 
rims. 


-LENGTH  O.  D. 


4"  o  o  o 


WIDTH 
O.  D. 


16' 


LENGTH  I.  D. 


-J 


iy4R 


J 


>-  00 
00  S 


ELKAY 
PLATE  NO. 


NOTE:  Furnished  with  3  faucet  holes  I'A"  diameter  on  4" 
centers.  Specify  spray  hole  if  desired.  Sink  rims  available 
for  all  sizes.  All  Elkay  bowls  are  arranged  for  LK-35 
strainers.  See  page  B-8  for  Elkay  Fittings. 


O  UJ 


DL-1621 

DL-2121 


SIZE 
O.  D. 

LENGTH  WIDTH  \ 

16" X  21' 


SIZE 
I.  D. 


KENCTh 

I3V2' 


DEPTH 

WIDTH 

xl6"  lO’/j' 


SHIP. 

WT. 


1  V4" 


2 1  "  X  2  r 


18"  x16"  IOVj" 


DL-2421 


24" X  21' 


22"  xl6"  IOV2" 


I'A" 

1" 


21# 

24# 

25# 


Square  corner  flanges  will  be  furnished  when  specified 


LENGTH  O.  D. 


iy4R 


A 


LENGTH  I.  D. 
TRAY 


i 


ELKAY  SIZE  SIZE  SINK  TRAY 

PLATE  NO.  O.  D.  I.  D.  DEPTH  DEPTH  E  F 

LENGTH  WIDTH  LENGTH  WIDTH _ 

STL-3221  32"x21"  13V2"x16"  Z'A"  IOV2"  IV2"  2" 
STL-4221  42"x21"  18"  xl6"  /’A"  lO'A"  ly."  2'/2' 


SHIP. 

WT. 


31# 

40# 


NOTE:  Standard  Sacristy  bowls  are  furnished 
with  3  hole  faucet  drilling.  LK-35  Duo 
strainer  in  Sacristy  basin.  LK-18  Perfo¬ 
rated  open  strainer  in  sink  basin. 


ye"  Push  button  self¬ 
closing  faucet  avail¬ 
able  for  Sacristy 
bowl  when  specified. 


Plate  No.  LK-64 

r 


Available  with  right  hand  cover.  When  so  order¬ 
ing,  change  letter  “L"  in  plate  number  to  "R". 


ELKAY 

SIZE 

BOWL 

SHIP. 

PLATE  NO. 

0.  D. 

lENClM  width 

A 

B 

C 

D 

E 

F 

DEPTHS 

WT. 

SAC-L 

281  7-L 

28" X 17" 

12" 

12" 

28" 

17" 

1" 

2" 

7 ’A" 

24# 

SAC-L 

361 7-L 

36'*  X  1  7" 

16" 

11%" 

36" 

17" 

1" 

2" 

7V2" 

28# 

SAtl 

2821-L 

28" X  21" 

1 1  V2" 

16" 

~2B'~ 

21" 

IV4" 

2 ’A" 

7 'A" 

28# 

SAC-L 

3221-L 

32" X  21" 

13 'A" 

■  16" 

32" 

21" 

1  V2" 

2" 

7 'A" 

28# 

Elkay 


MANUFACTURING  COMPANY 


All  items  are  available  from  Elkay  stock. 
1874  So.  54th  Ave.,  Chicago  SO,  Illinois 


SIT-DOWN 


Ui 

00 

Z 

3 

Z 

ELKAY 
PLATE  NO. 

SIZE 

O.  D. 

IENCTH  WfDTH 

SIZE 

1.  D. 

LENGTH  WIDTH 

DEPTH 

E 

SHIP. 

WT. 

< 

LS-1621 

16" X  21" 

13Vi"  X  16" 

Vh" 

VU" 

13# 

o. 

LS-2121 

21"  X  21" 

18" 

X  16" 

3’/j" 

1  Vi" 

16# 

>- 

00 

LS-2421 

24" X  21" 

22" 

X  16" 

3'/!" 

1" 

17# 

oe 

iij 

o 

oc 

o 

LS-3021 

30" X  21" 

28" 

X  16" 

Vh" 

1" 

18# 

Made  of  18  Gauge  18-8  Stainless 
Steel.  Polished  to  Elkay  superior 
quality  blended  satin  finish.  All 
flange  corners  are  rounded  toIVs" 
radius  for  sink  rims. 

Square  Corner  flanges  will  be  furnished  when  specified 

NOTE:  All  Elkay  bowls  are  arranged  for  LK-35  strainers. 

All  waste  outlets  are  centered  at  back  of  bowl. 


Faucet  drillings  are  4  holes,  1’/]"  diameter  on  4" 
centers  unless  specified  otherwise.  Sink  rims  are 
available  for  all  sizes.  See  page  B-8  for  Elkay 
fittings. 


LS-4621-R  46"x21"  46"  44"  13Vi"  28"  2Vi"  1"  7'/i"  VA"  31# 


JE^H 


MANUFACTURING  COMPANY 


Adjustable  Posture  Chair 
for  Sit-Down  Sinks. 


1874  So.  54th  Awe.,  Chicago  50,  Illinois 


LS-4821-R  48"x2r'  48"  46"  22"  Vl"  2"  1"  7VP'  3'/j"  34#"" 


All  items  are  available  from  Elkay  stock. 


Double  bowl  is  furnished  with  shallow  “sit-down”  bowl  on 
right.  Available  with  shallow  bowl  on  the  left  when  desired. 
When  so  ordering,  change  letter  “R”  in  plate  number  to  “L". 


ELKAY 
PLATE  NO 


SIZE 
O.  D. 


DEPTH  SHIP. 
E  L.  H.  R.  H.  WT. 

_ IVi"  7Vi"  3Vi"  23# 

LS-4021-R  40"x21"  40"  38"  UVi"  22"  2Vi"  1"  7Vi"  3Vi"  2^# 


ABC  D 
LS-3221-R  32"x2r'  32"  29"  13'/i"  U’A 


F 

2" 


LS-4221-R  42"x2r' 42"38’/t"18"  18' 


2Vi"  VU"  Z'/i"  3Vi' 


27# 


Only  underside  of  deep 
bowl  sound  deadened. 


Seat  and  back  rest  covering  available 
in  the  following  colors;  yellow,  green, 
gray,  red.  Chair  base  available  in 
gray,  green  or  brown. 


/f 

vj ; 

_ / 

B-6 


MANUFACTURING  COMPANY 


DRINKING  FOUNTAINS  and  SINK  COMBINATIONS 


Square  corner  flanges  will  be  furnished  when  specified 


Made  of  18  Gauge 
18-8  Stainless  Steel. 
Polished  to  Elkay  su¬ 
perior  quality  blended 
satin  finish.  Entire  un¬ 
derside  of  bowl  sound 
deadened.  All  flange 
corners  are  rounded 
to  IVi"  radius  for 
sink  rims. 


1874  So.  54th  Ave.,  Chicago  50,  Illinois 


fiO 


>- 


fiO 


a 


and  bubbler 

drillings  are  optional  and 
are  to  be  specified. 


All  Elkay  bowls 
are  arranged  for 
LK-35  strainers. 
Sink  rims  are 
available  for  all 
sizes.  See  Page  B-8 
for  Elkay  Fittings. 


SIZE 
I.  D. 

lENGTH  WIDTH 

16"  X  13Va" 

16"  X 18" 

JZVi"  X  16" 

IT'  VW' 


SHIP. 

WT. 

14# 

T7# 

16# 

19# 


Bowls  are 
JVi"  deep. 


00 


>■ 


OQ 


ELKAY 
PLATE  NO. 

DRK-2416 

DRK-2421 


SIZE 
O.  D. 

LENGTH  WIDTH  £ 

24"  X  1  6" 
24"  x21" 


SIZE 
I.  D. 

I  length  width 

16"  x13Vi' 


SHIP. 

WT. 

16# 

18# 


n’A"  X  16"  iW 


ELKAY 
PLATE  NO. 

DRK-2116 

DRK-212T 

DRK-1818^ 


DRK-2718 


SIZE 
O.  D. 

length  width 

21"  x16" 

21"  x21" 

TeVi"  X  18" 


DRK-2118  21V2"x18" 


22"  xl6"  1"  20# 


Bowls  are 
7Vj"  deep. 


DRK-3018  30"  x18" 


UNOTH  O.  0. 


IV1R 


IV.R'j 


W  DTH 


LENGTH  I.  D. - m  4" 


WIDTH 
O.  D. 


WIDTH 
O.  D. 


•LENGTH  I.  0.- 


WIDTH 
I.  D. 


Bowls  are 
7V2"  deep. 


oc 

ELKAY 

SIZE 

SIZE 

SHIP. 

>• 

UJ 

CO 

PLATE  NO. 

0.  D. 

1.  D. 

WT. 

CO 

S 

UJ 

DRK-1821-R 

18'/2"  X  21" 

13V2"  X  16" 

15# 

LU 

a 

oc 

0 

DRK-2118-R 

21"  x18y2" 

16"  xUVi" 

15# 

< 

DRK-2321-R 

23"  x21" 

18"  xl6" 

18# 

DRK-2721-R 

27"  x21" 

22"  xl6" 

20# 

LENGTH  O.  0. 


WIDTH 
O.  D. 


WIDTH 
I.  D. 


Bowls  are 
7V2"  deep. 


ELKAY 

SIZE 

SIZE 

SHIP. 

PLATE  NO. 

0.  D. 

1.  D. 

WT. 

ORK-1821-L 

18'/2"  X  21" 

^3Vl"  X  16" 

15# 

DRK-2118-L 

21"  xl8y2" 

16"  xU'A" 

15# 

DRK-2321-L 

23"  x21" 

18"  xl6" 

18# 

DRK-2721-L 


27"  x21" 


20# 


LK-82  Elkay  Self-Closing  Faucet 

LK-83  Elkay  Bubbler 

LK-85  Elkay  Gooseneck  Faucet 


LK 


85 


LK 


82 


LK 


83 


-LENGTH  O.  0.- 


WIDTH 
I.  0.  - 


-  LENGTH  I.  D. 


All  items  are  available  from  Elkay  stock. 


1874  So.  54th  Ave.,  Chicago  50,  Illinois 


MANUFACTURING  COMPANY 


>-  CO 
CD  S 


K  »- 
O  < 


I’/jH 


ly.R 


F 

-A  - 


Bowls  are  7V2"  deep. 


ELKAY 

PLATE  NO.  SIZE 

A 

B 

C 

D 

E 

F 

SHIP. 

WT. 

IN-6029  60"x21" 

60" 

13V2" 

15 ’A" 

30" 

2Vi" 

2  9 ’A" 

95# 

IN-6039  60"x21" 

60" 

18" 

10 ’A" 

30" 

3" 

39" 

95# 

IN-7229  72"x21" 

72" 

13V2" 

2 1'/." 

36" 

2 ’A" 

2  9 ’A" 

1 10# 

IN-7239  72"x21" 

72^ 

18" 

16 ’A" 

36" 

3" 

39" 

110# 

SINK  &  DRAINBOARD 


4" 

M 

: 

ly.R  ^ 

12" 

—  D- 

i 

_ _ _ _  n 

- 

J 

I’/iR 


12"  ''ly.R 


Bowls  are  7V2"  deep. 


ELKAY 


16" 

I 

E  ! 


SHIP. 


>-  fio 
ca  Z 


PLATE  NO. 

SIZE 

A 

B 

C 

D 

E 

WT. 

IN-421 3-L 

42" X  21" 

42" 

13 ’A" 

27V4" 

8" 

I’A" 

60# 

IN-42 13-R 

42" X  2T" 

42" 

13 ’A" 

27'/-! " 

8" 

1  ’A" 

60# 

IN-421  8-L 

42" X  21" 

42" 

18" 

2  2 ’A" 

10 'A" 

I’A" 

60# 

IN-421 8-R 

42" X  21" 

42" 

18" 

2  2 ’A" 

10’A" 

I’A" 

60# 

1  ViR 


>-  Cfl 
m  Z 
a:  S 


1 

_ / 

-1" 

—  U - 

Bowls  are 

7V2"  deep. 

t 

ELKAY 
PLATE  NO. 

SIZE 

A 

B 

C 

D 

SHIP. 

WT. 

IN 

-5413 

54" X  21" 

54" 

13 ’A 

// 

2074" 

27" 

85# 

IN-5418 

54" X  21" 

54" 

18" 

18" 

27" 

85# 

IN-60ia“ 

60" X  21 " 

60" 

13 ’A 

It 

2  3 ’A" 

30" 

95# 

IN-6018 

60" X  21"^ 

60" 

“T8" 

21" 

30"^ 

95# 

INSERTS 


NOTE:  Single  bowl  wil  be  furnished  with  3  faucet  holes  unless 
otherwise  specified.  Double  bowl  furnished  with  4  holes. 


NOTE:  Elkay  bowls  are  arranged  for  LK-35 
strainer.  Sink  rims  available  for  all 
sizes.  See  page  B-8  for  Elkay  Fittings. 


Square  Corner  flanges  will  be  furnished  when  specified 


.A.  File  29-H-6 


STAINLESS  STEEL  HUDEE  RIMS 


ROUND  BOWLS  •  OVAL  BOWLS 


ELKAY 
PLATE  NO. 

DIA. 

1.  D. 

DEPTH 

SHIP. 

WT. 

ROUND  BOWLS 

RBL-10 

10" 

5" 

9# 

RBL-12 

12" 

6" 

10# 

RBL-14 

14" 

7" 

12# 

OVAL  BOWLS 

ELKAY 
PLATE  NO. 

LENGTH 

1.  D. 

WIDTH 

1.  D.  DEPTH 

SHIP. 

WT. 

OBL-1310 

UVe" 

lOVa"  5^6" 

12# 

Available  v/ith  fastening  clips  for  all  sizes  and  types  of 
Elkay  sink  bowls  and  inserts.  Available  also  with  corner 
clips  and  fastening  lugs  to  fit  Va"  to  tops. 

NOTE:  Only  aluminum  sink  rims  will  be  furnished  for  Elkay's 
round  and  oval  bowls. 


ELKAY  STANDARD  SINK  FITTINGS 


LK-79  C.  P.  brass  deck  faucet 
with  spray. 

LK-75  C.  P.  brass  deck  faucet, 
less  spray. 

LK-35  3V2"  stainless  steel  duo 
strainer  with  4"  long,  IVj" 
O.  D.  tailpiece. 

LK-8  Perforated  open  strainer 
with  3"  diameter  flange  C.P. 
stamped  brass  with  coupling, 
lock  nut  and  IVj"  O.  D.  4" 
tailpiece. 

LK*18  Perforated  open  strainer 
with  4V2"  diameter  flange  C.P. 
stamped  brass  with  coupling, 
lock  nut  and  IVa"  O.  D.  4" 
tailpiece. 


LK-1  strainer  with  stopper, 
coupling,  lock  nut  and  IVj" 
O.  D.  4"  tailpiece — less  chain. 

LK-82  C.  P.  brass  self-closing 
faucet. 

LK-83  C.  P.  brass  drinking 
fountain  bubbler. 

LK-85  C.  P.  brass  gooseneck 
faucet. 


All  items  on  this  page 
are  available 
from  Elkay  stock. 


ELKAY  MANUFACTURING  COMPANY  •  1874  So.  54th  Ave.  •  Chicago  SO,  Illinois 


PRINTED  IN  u.  S 


